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Region 8 Gold King Mine Response 
Sample Locations 


Area Enlarged 


Sample Locations 


Cement Creek 
Date: 9/9/2015 

Map Projection: WGS 1984 Web Mercator, 
Meters, Mercator 

Data Sources: 

SW Samples - USEPA (2015); 

River - CO Division of Wildlife (2004). 
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